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R 1I2224ZNOV 74 
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TO AMEMBASSY TUNIS 

UNCLAS STATE 248412 

E.O. 1 1652: N/A 

TAGS: TBIO, EAID, TS 

SUBJECT: AMERICAN-TYPE HOSPITAL IN TUNISIA: PROJECT HOPE 
TEAM 

REE: TUNIS 6817 

1. DR. WALSH HAS ASKED DEPARTMENT TO INFORM PROJECT HOPE'S 
TUNISIA OEFICE AND MINISTRY OF HEALTH THAT HOSPITAL SURVEY 
TEAM WILL ARRIVE TUNIS THURSDAY, NOVEMBER 14 AT 12:15 

P.M. ON LUFTHANSA 330. TEAM MEMBERS ARE GEORGE MANN 
(HOSPITAL PLANNER), DAVID RUSSEL ( DEMOGRAPHER), NAJIB 
BRIMAH (PUBLIC HEALTH EXPERT) AND HARABANES SINGH (HOSPITAL 
ARCHITECT). 

2. MANN, WHO DR. WALSH DESCRIBED AS TEAM LEADER, CAN ONLY 
STAY FOR ABOUT TWO WEEKS. HE WILL BE REPLACED, AROUND 
THE SECOND WEEK IN DECEMBER, BY PHYLISS GOLDFARB. 
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3. PIERRE LEGER, THE ADMINISTRATIVE COORDINATOR OE PROJECT 
HOPE IN TUNISIA, WIT T. ALSO BE ARRIVING ON THE LUETHANSA 
ELIGHT. PLEASE INEORM HIS OEFICE. KISSINGER 
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